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SUBJECT: TECHNICAL SECURITY SUPPORT 

REF: AMMAN 1348 

1 . THE TECHNICAL PROBLEMS WITH THE CCTY SYSTEM AS REPORTED 
EARLY IN ABOVE CITED REFERENCE HAVE INCREASED IMMEASURABLY. 
ALL THREE (3) MONITOR SCREENS DO NOT TRANSMIT ANY PICTURE. 
BOTH SCREENS WHICH MONITOR THE EXTERIOR OF THE BUILDING 
STOPPED TRANSMITTING DURING A 3-4 DAY PERIOD OF HARD RAINS AND 
HEAVY WINDS. BLOWN FUSES AS APPLICABLE IN ONE SYSTEM 
AND REPORTED IN CITED REFERENCE ARE NOT APPLICABLE TO THE 
INTERIOR MONITOR SYSTEM. OUTSIDE CONNECTIONS CHECKED BUT TO 
NO AVIAL.. POST WOULD APPRECIATE SREVICE MANUALS, IF AVAILALBE, 
AS A POSSIBLE INTERIM ATTEMPT TO SOLVE PROBLEMS. LOCAL 
EXPERTISE NON-EXISTENT. AS EVIDENT FROM THE AFOREMENTIONED, 
TSO TECHNICAL EXPERTISE IS SORELY NEEDED ONCE AGAIN. 
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